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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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TOREWORD 

This Indian Standard was adopted by the Bureau of Indian Standards after the draft finalized 
by the Glassware Sectional Committee had been approved by the Chemical Division Council. 

A variety of glass finishes are now being produced by the Glass Container Industry. Most of 
these finishes are being used by packers who have facilities for high speed filling and capping 
operations. Consequently, it has become necessary to standardize the dimensions of different 
type of glass finishes. 

This standard, first issued in 1974, was revised in 1986 into the following 8 parts: 
Part 1 Shallow continuous thread finish ( R 3 ) 

Part 2 Shallow continuous deep thread finish for deep screw caps ( R 3/D ) 
Part 3 Roll-on threads non-pilferproof ( RONPP ) 
Part 4 Roll-on threads pilferproof ( ROSPP ) 
Part 5 Vial goldie seal glass finishes 
Part 6 Dual neck finish 
Part 7 Crown finish, 
Part 8 Vacuum lug finish 

Sul5sequently the proposed Part 9 of this Indian Standard on dimensions for 28 mm fiinishes 
for pressurised liquids was issued. 

This Indian Standard prescribes the dimensions for glass container neck finishes of continuous 
screw thread type with different nominal diameters used for instant coffee jars sealed with 
plastic screw caps integrally assembled with tamper evident secondary seals. The second seal 
eventually gets transferred to the glass sealing surface after the first removal of the cap, 
leaving a tear-off diaphragm. This will form part 10 of IS 75 IL 

For the purpose of deciding whether a particular requirement of this standard is complied 
with, the final value, observed or calculated, expressing the result of a test or analysis, shall 
be rounded off in accordance with IS 2 : 1960 *Rules for rounding off numreical values {revised )'. 
The number of significant places retained in the rounded off value should be the same as that 
of the specified value in this standard. 
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1 SCOPE 



3 TERMINOLOGY 



This Indian Standard prescribes the dimen- 
sions for glass container neck fiftishes of 
continuous screw thread type used for instant 
coffee jars, sealed with plastic screw ca:ps 
integrally assembled with tamper evident 4 DIMENSIONS 
secondary seals. 



For the purpose of this standard the definitions 
as given in IS 1382 : 1981 and IS 6654 : 1982 
shall apply. 



2 REFERENCE 

The following Indian standards 
referred to in this Standard: 



have been 



IS No Title 

1382:1981 Glossary of terms relating to 

glass and glassware ( first 

revision ) 
6654 ; 1982 Glossary of terms relating to 

glass containers {first revision ) 

7511 ( Part 1 ) : Dimensions for neck finishes: 

1986 Part 1 'Shallow continuous 

thread finish (first revision) 



The continuous screw thread glass neck 
finishes shall have the shoulder, thread and 
sealing surface profiles and dimensionis as 
detailed in Tabk 1. 

5 CHECKING AND INSPECTION 

All the essential dimensions may be checked 
by any appropriate method. The procedure of 
gauging and the gauges employed may be as 
detailed in Fig. 1 of IS 7511 ( Part 1 ) : 1986. 
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Table 1 Dimensions for Continuous Screw Thread Finish for use with Plastic Caps 

AH dimensions in millimetres. 




INTERSECTION 



min 




2.80 

1.00 min FLAT 
R0.80 R 0-85 




U.25 PITCH 



PITCH 



THREADS CROSS SECTION 




ISO. 

or 

Size 


T 


E 


H 


F 


S 


N 


See 
Notel 


Cutter 
Dia 


Pitch 


Max 


Min 


Max 


Min 


Min 


Max 
4*90 


Min 


43 


41*95 


4110 


39*55 


38-70 


11*90 


15-50 


4*10 
4-10 


36*60 


1^41' 


12*70 


4*25 


48 
53 
58 


47*45 


46*60 


45*05 


44-20 


11-90 


15*50 


4-90 

4*90 
4*90 
4-90 
4*90 


42*00 


1^36' 


12*70 


4*25 


52-45 


51*60 


5005 


49*20 


11*90 


15*50 


4*10 


47*00 


r31' 


12*70 


4*25 


56-45 


55*60 


54*05 


53*20 


11*90 


15'50 


4*10 


51-00 


r 25' 


12*70 


4-25 


60 


59-45 


58*60 


57-05 


56-20 


11-90 


15*50 


4*10 


54*00 


1° 20' 


12*70 


4*25' 


66 


65*45 


64-60 


63-05 


62-20 


11*90 


15*50 


410 


59*50 


r 14' 


12*70 


4-25 


70 


69*45 


68*60 


67-05 


66-20 


11*90 


15-50 


4*90 


4*10 


64*30 


r 8' 


12*70 


4*25 


80 


79*65 


78*65 


76*60 


75-60 


12*50 


15*50 


3*45 


2*65 


73*50 


1° 12' 


12*70 


5*10 


83 


83*00 


82*00 


79-95 


78-95 


12*50 


15-50 


3-45 


2-65 


7700 


1^9' 


12*70 


5*10 


90 


90*25 


89-25 


87*20 


86-20 


13*40 


17-0 


4*90 


4*10 


84*20 


r3' 


12*70 


5-10 



NOTES 

1 P = Helix angle or angle of fixture to cutter, Tan p ™ 

2 Depressed threads are optional, 

3 Fig. 1 B shows optional thread transfer. 

4 Minimum of 1 turn full depth of thread. 



Pitch 



TT ( mean between mean T and mean E diameters ) 



Standard Mark 

The use of the Standard Mark is governed by the provisions of the Bureau of Indian 
Standards Act, 1986 and the Rules and Regulations made thereunder. The Standard Mark 
on products covered by an Indian Standard conveys the assurance that they have been 
produced to comply with the requirements of that standard under a well defined system 
of inspection, testing and quality control which is devised and supervised by BIS and 
operated by th^ producer. Standard marked products are also continuously checked by 
BIS for conformity to that standard as a further safeguard. Details of conditions under 
which a licence for the use of the Standard Mark may be granted to manufacturers or 
producers may be obtained from the Bureau of Indian Standards. 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act^ 1986 to 
promote harmonious development of the activities of standardization, marking and quality 
certification of goods and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced 
in any form v/ithout the prior permission in v/riting of BIS. This does not preclude the free use, 
in the course of implementing the standard, of necessary details, such as symbols and sizes, type 
or grade designations. Enquiries relating to copyright be addressed to the Director 
( Publications ), BIS. 

Revision of Indian Standards 

Indian Standards are reviewed periodically and revised, when necessary and amendments, if 
any, are issued from time to time. Users of Indian Standards should ascertain that they are in 
possession of the latest amendments or edition. Comments on this Indian Standard may be 
sent to BIS giving the following reference: 

DocrNo. CHD 10(0931 ) 
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